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Tyije' ROUTINE INSPECTION 

Dale' Aug-1 9-20 IS 


3.75 (c) m 

NODS1MG FACIUT1E&. GENERAL 

The floor on tfie primale enclosiines had algae and dirt due to high humidity and rain whbch txings (Jirt into the 
enclowre whan rain water njns. gnyar the edge of llie Flwr. If has been raining in fhe aree and mpta Frequent cleaning 
may ba reqfulrad. 

Surfaces containing algae/dirt may he slippery causing the primates to FaJI ar»d get injured, 

Hard aurfacas with which nonhuman primaiea ccma lin CDniact must be siiiCilHclaarkad daily and aanitizad lin 
accordarKO with Sec. 3.fl4 o( this suCpart. 

To l?5 cor reefed by 9-1 -SUI 5 

3.125 (a) 

FACILITIES, GEhlER A L 

The wood on the platform ol the lions and douded leopards was rotten and had splinters 

In order tc evgid linjury lo |Fib aniiirqls cause by weerd chips (splinters}, housing Facilities musl be mainlained in gepd 
tap air. 

To he corrected by 9-1 -2CH &. 


An exit infferview was oenduoted with the Facility ropresentalive. 
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